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UNCLASSIFIED 

PAGE 01 KUALA 06436 280439Z 
ACTION HEW-06 

INFO OCT-OI EA-12 ISO-00 OES-07 /026W 

060954 280443Z/I3 

P280I46ZJUN78 

FM AMEMBASSY KUALA LUMPUR 
TO SECSTATE WASHDC PRIORITY 0000 

UNCLAS KUALA LUMPUR 6436 


Message Text 


E.O.II652:N/A 

TAGS: OGEN, ETRD, TBIO, MY 

SUBJECT: FDA ADVISORY - DEFECTIVE DIALYSIS UNIT (RECALL R- 108-8) 
REE: STATE 162170 


EMBASSY CONTACTED DIRECTOR OF MEDICAL SERVICES, BRUNEI ON 
JUNE 27 REGARDING DEFECTIVE DIALYSIS UNIT MANUFACTURED 
BY PHYSIO-CONTROL CORP. THE DIRECTOR HAS NOT RECEIVED 
THE WARNING LETTER SENT BY FIRM. EMBASSY HAS FURNISHED 
THE INFORMATION GIVEN IN REFTEL TO THE DIRECTOR. 

MILLER 
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